Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Message Text 


LIMITED OFFICIAL USE 

PAGE 01 BEIRUT 01167 051558Z 

62 

ACTION NEA- 10 

INFO OCT-01 IO-ll ISO-OO AID-05 ORM-02 DHA-02 EUR- 12 

CIAE-00 INR-07 NSAE-00 /050W 

065712 

R 051231Z FEB 76 
FM AMEMBASSY BEIRUT 
TO SECSTATE WASHDC 8501 
INFO AMEMBASSY ROME 
USMISSION GENEVA 
USMISSION USUN NEW YORK 
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E.O. 11652: N/A 
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SUBJECT: LEBANESE EMERGENCY NEEDS 

REF: BEIRUT 1136 

1 . TWO-MAN UNHCR TEAM HEADED BY GILBERT JAEGER VISITING 
LEBANON AT GOL REQUEST CALLED AT EMBASSY FEBRUARY 4. 

2. JAEGER STATED TEAM WAS PRESENTLY CONSULTING WITH GOL 
OFFICIALS, INCLUDING MINISTERS TUEINI AND OSSEIRAN, AND VISITING 
THE VARIOUS AFFLICTED AREAS. HE ADDED THAT THE WOULD CHECK 
BACK WITH EMBASSY UPON ANTICIPATED COMPLETION OF SURVEY NEXT 
TUESDAY. 

3. WHILE IN NO POSITION TO REACH DEFINITE CONCLUSIONS 
SO FAR, JAEGER SAID ONE AREA IN WHICH UNHCR MIGHT HELP 
SHOULD BE THE PROVISION OF EXPERTISE FOR THE CONSTRUCTION OF 
TEMPORARY SHELTERS. MEANWHILE, GOL HAS COME OUT WITH A 
FIGURE OF 33,000 FOR THE HOMELESS. 
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